
Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmasterWtown.arlington.ma.us 


Minutes 06/03/2013 


Board of Assessors 
June 3,2013 
Arlington Town Hall 


Call to Order: Chairman James Doherty called the meeting to order at 5:30 PM. 


Roll Call: 


Chairman James Doherty, Vice Chair Mary Winstanley O’Connor Member Kevin Feeley 
and Director of Assessments John B. Speidel. 


Others Present: None 


On Going Business: The Board reorganized: 

Member Kevin Feeley nominated Vice Chair Mary Winstanley O’Connor as Chairman of the 
Board 


Chairman James Doherty Seconded the motion there was no discussion and the vote was 
unanimous. 

The Board now consists of Mary Winstanley O’Connor as Chairman. 

Vice Chair Kevin Feeley 
Member James Doherty 


At 5:40 PM Vice-Chair Kevin Feeley made a motion to exit Regular Session and not return 
and go into Executive Session to discuss Exemptions and Abatements. 

Member James Doherty voted yes. 

Vice Chair Kevin Feeley voted yes 

Chairman Mary Winstanley O’Connor voted yes. 


Sincerely Submitted by 


John B. Speidel 
Director of Assessments 



